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; Exhibit No: 60-4 To Contract: HF=CT-692 


Date: August 7, 1959) 


¥ 
From; The Firewel Co,, Inc, 
(Contractor) 


; ae Officer) 


Part 


" No, _ No, a Nomenclature Qty. Unit Price Total Price 5 
2 F1780-1 i Valve, Tip 5 40 2,06 ¢0 
« 3 F254] Valve, Adjust 10 1428 12.80 £0 
24 9 F2569 Diaphragm 20 — 2484 56.82, 2, 
45 FS5000-5 "O" Ring ng Pa) 1.80 
a 
$145.46 ¥otal 


id 
aor 


Delivery: As Soon As Possible 


- Prices are fair and reasonable and this 
- Exhibit is hereby approved; 

aS Contractor warrants prices conform to the 
price formula in effect to date of the 


145.45 Exhibit 
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